NEW PAGES IN BOLT AND PIPE THREADING HISTORY 



“TOLEDO S1MPACT 


"TOLEDO” ADJ. BOLT DIE STOCKS 


Segmental Dies, Easily Reground, 
Smooth Cutting, Positive Adjustment. 
No. 101 Cap. V4" to W N. C. or N. F. 
No. 102 Cap. W to 1" N. C. or N. F. 
Quality Tools , Priced Low 


1" to 2" SELF-CONTAINED PIPE 
THREADER. One Set of Dies Cuts All 
Four Sizes. Simplest, Most Compact, 
Lightest, Easiest-Operating, Quick, 
Positive Die Change, Easily Adjusted. 






















